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STANDARDS  OF  MEASUREMENTS 


iv 


1 .  Grade:  Mass  per  cent  Bitumen  in  oil  sands. 

2.  Gas  volume  at  101.325  kPa  and  15°  C. 

3.  Liquid  volume  at  15°  C. 


NOTES 


'  Distillate  production  does  not  include  heavy  fuel  oil. 
^  Sulphur  production  includes  flared  /  waste. 

^  Synthetic  crude  oil  production  does  not  include  diluent  naphtha  production. 
Suncor  includes  diesel  production  (SCO  site  fuel  uses.) 

Other  hydrocarbons  production  includes  light  slop  material. 


litumen  Synthetic  Plant  Operations 


1 


Suncor 
Oil  Sands 


Tonnes  Grade 
vlined  7  564  524  10.63% 

i»rocessed  7  564  524  10.63% 


External  Energy 

Gas  Electric 
 10^   MWh 

Purchased  25  602.2  34  041.0 

Generated  na  46  128.0 

25  602.2  80  169.0 


Plant  Use                           7  760.1  80  169.0 

^Further  Processing               17  656.7  0.0 

Exported                                0.0  0.0 

I^lared                                 185.4  0.0 

jWetering  Diff.                           0.0  0.0 

25  602.2  80  169.0 


2000 

January 

Year 

Month 

i^yncruae 

Oil  Sands 

Tonnes 

Grade 

Mined 

10  719  819 

10.66% 

Processed 

12  635  025 

10.95% 

External  Energy 

Gas 

Electric 

MWh 

Purchased 

114  393.0 

547.0 

Generated 

na 

195  791.0 

114  393.0 

196  338.0 

Plant  Use 

45  122.0 

174  349.0 

Further  Processing 

69  271.0 

0.0 

Exported 

0.0 

21  989.0 

Flared 

0.0 

0.0 

Metering  Diff. 

0.0 

0.0 

114  393.0  196  338.0 


I 


Bitumen  Synthetic  Plant  Operations 

I 

2 

2000 

January 

Year 

Month 

Operator 

Products 

Intermediates 

Synthetic  Crude  Other  Hydro 

OU'^' 

carbons 

Coke 

Sulphur'^' 

Bitumen 

DistUlate 

m 

m 

tonnes 

tonnes 

m^ 

m^ 

Suncor 

Diluent 

Naphtha 

Opening  Inventory 

109  301 

55  403 

2  830  667 

1  421 

74  295 

316  158 

0 

0 

0 

0 

1  067 

0 

Production 

388  208 

9  825 

137  199 

18  727 

687  289 

573  843 

Closing  Inventory 

112  187 

55  836 

2  682  380 

1  421 

58  974 

302  745 

385  322 

9  392 

285  486 

18  727 

703  677 

587  256 

Further  Processing 

0 

5  297 

0 

0 

701  565 

396  200 

Fuel/Plant  Use 

10  324 

0 

285  486 

0 

0 

4  528 

0 

4  095 

0 

305 

2  112 

52 

|Metering  Diff. 

76 

0 

0 

0 

0 

0 

jDeliveries 

374  922 

0 

0 

18  422 

0 

186  476 

385  322 

9  392 

285  486 

18  727 

703  677 

587  256 

1 

t^yncruae 

Diluent 

Naphtha 

'  Opening  Inventory 

17  195 

61  992 

23  409  355 

3  062  453 

492  492 

145  844 

Receipts 

0 

0 

0 

0 

0 

0 

1  Production 

1  089  093 

13  437 

164  672 

46  845 

1  251  Oil 

1  086  091 

'  Closing  Inventory 

28  988 

62  130 

23  527  342 

3  108  549 

442  326 

155  618 

i 

1  077  300 

13  299 

46  685 

749 

1  301  177 

1  076  317 

Further  Processing 

0 

7  952 

0 

0 

1  301  178 

1  070  832 

Fuel/Plant  Use 

9  495 

0 

46  685 

0 

0 

5  485 

FlaredAVasted 

0 

5  347 

0 

749 

0 

0 

Metering  Diff. 

(  21) 

0 

0 

0 

(  1) 

0 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

1  067  826 

0 

0 

0 

0 

0 

1  077  300 

13  299 

46  685 

749 

1  301  177 

1  076  317 

Bitumen  Synthetic  Plant  Operations 


3 


Suncor 
Oil  Sands 


Tonnes  Grade 

^ined  7  564  524  10.63% 

•rocessed  7  564  524  10.63% 


External  Energy 

Gas  Electric 

10^  MWh 

'urchased                         25  602.2  34  041.0 

jenerated                                 na  46  128.0 

25  602.2  80  169.0 


>lantUse                          7  760.1  80  169.0 

"urther  Processing               17  656.7  0.0 

exported                                0.0  0.0 

Glared                                 185.4  0.0 

(Vletering  Diff.                           0.0  0.0 

25  602.2  80  169.0 


2000  January 
Year  to  Date 

Syncrude 

Oil  Sands  

Tonnes  Grade 

Mined                          10  719  819  10.66% 

Processed                      12  635  025  10.95% 


External  Energy 

Gas  Electric 

10^  MWh 

Purchased                       114  393.0  547.0 

Generated                                 na  195  791.0 

1  14  393.0  196  338.0 


Plant  Use  45  122.0  174  349.0 

Further  Processing  69  271.0  0.0 

Exported  0.0  21  989.0 

Flared  0.0  0.0 

Metering  Diff.   00  0^ 

114  393.0  196  338.0 


Bitumen  Synthetic  Plant  Operations 

2000 

4 

January 

Year  to  Date 

Operator 

Products 

Intermediates 

Synthetic  Crude 

Other  Hydro 
carbons  [4] 

m3 

Coke 
tonnes 

Sulphur 
tonnes 

Bitumen 

m^ 

DistUiate 

3 

m 

Suncor 

Diluent 

Opening  Inventory 
Receipts 
Production 
Closing  Inventory 

109  301 
0 

388  208 
112  187 

Naphtha 

55  403 
0 

9  825 
55  836 

2  830  667 
0 

137  199 
2  682  380 

1  421 

0 

18  727 
1  421 

74  295 
1  067 
687  289 

JO  7  / 1 

316  158 
0 

573  843 
302  745 

385  322 

9  392 

285  486 

18  727 

703  677 

587  256 

Further  Processing 
Fuel/Plant  Use 
FlaredAVasted 
Metering  Diff. 
Deliveries 

0 

10  324 
0 
76 

374  922 

5  297 
0 

4  095 
0 

0 

0 

285  486 
0 
0 
0 

0 

0 

305 
0 

18  422 

701  565 
0 

2  112 

0 
0 

396  200 
4  528 
52 
0 

186  476 

385  322 

9  392 

285  486 

18  727 

703  677 

587  256 

Syncrude 

Diluent 

Opening  Inventory 
Receipts 
Production 
Closing  Inventory 

17  195 
0 

1  089  093 
28  988 

Naphtha 

61  992 

0 

13  437 

62  130 

23  409  355 
0 

164  672 
23  527  342 

3  062  453 
0 

46  845 
3  108  549 

492  492 

0 

1  251  Oil 
442  326 

145  844 

0 

1  086  091 
155  618 

1  077  300 

13  299 

46  685 

749 

1  301  177 

1  076  317 

Further  Processing 
Fuel/Plant  Use 
FlaredAVasted 
Metering  Diff. 
Diluent  Carryover 
/Rerun 
To  Suncor 
Deliveries 

0 

9  495 
0 

(  21) 

0 

0 

1  067  826 

7  952 
0 

5  347 
0 

0 
0 

0 

0 

46  685 
0 
0 

0 
0 

0 

0 

0 

749 
0 

0 
0 

0 

1  301  178 
0 

(  1) 

0 
0 

0 

1  070  832 

0 
0 

0 
0 

0 

1  077  300 

13  299 

46  685 

749 

1  301  177 

1  076  317 
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STANDARDS  OF  MEASUREMENTS 


iv 


1 .  Grade:  Mass  per  cent  Bitumen  in  oil  sands. 

2.  Gas  volume  at  101.325  kPa  and  15°  C. 

3.  Liquid  volume  at  15°  C. 


NOTES 


'  Distillate  production  does  not  include  heavy  fuel  oil. 
^  Sulphur  production  includes  flared  /  waste. 

^  Synthetic  crude  oil  production  does  not  include  diluent  naphtha  production. 
Suncor  includes  diesel  production  (SCO  site  fuel  uses.) 

Other  hydrocarbons  production  includes  light  slop  material. 


Bitumen  Synthetic  Plant  Operations 


1 


Suncor 
Oil  Sands 


Tonnes  Grade 

Ained  6  788  045  11.53% 

Processed  6  788  045  11.53% 


External  Energy 

Gas  Electric 

10^  MWh 

:>urchased                         21  906.3  34  779.0 

jenerated                                  na  43  152.0 

21  906.3  77  931.0 


Plant  Use  6  102.2  77  931.0 

't^urther  Processing  15  659.8  0.0 

I  Exported  0.0  0.0 

I  Flared  144.3  0.0 

|Metermg  Diff.   00  00 

21  906.3  77  931.0 


2000  February 

Year  Month 

Syncrude 

Oil  Sands  

Tonnes  Grade 

Mined                          13  470  823  10.84% 

Processed                      1 1  722  965  10.90% 


External  Energy 

Gas  Electric 

10^  MWh 

Purchased                       109  299.0  748.0 

Generated   na  185  119.0 

109  299.0  185  867.0 


Plant  Use  45  965.0  160  937.0 

Further  Processing  63  334.0  0.0 

Exported  0.0  24  930.0 

Flared  0.0  0.0 

Metering  Diff.   OO  OO 

109  299.0  185  867.0 


itumen  Synthetic  Plant  Operations 


2 

2000  February 


Year  Month 


perator 


Products 

Intermediates 

Synthetic  Crude  Other  Hydro 

carbons 

Coke 

Sulphur'^' 

Bitumen 

DistUlate 

mi 

m3 

tonnes 

tonnes 

m3 

m^ 

Diluent 

Naphtha 

112  187 

55  836 

2  682  380 

1  421 

58  974 

302  745 

n 
u 

A 
U 

0 

0 

0 

0 

365  799 

8  719 

1  JO  9z4 

17  131 

684  312 

544  704 

109  835 

51  458 

2  572  541 

1  421 

79  756 

304  344 

368  151 

13  097 

240  763 

17  131 

663  530 

543  105 

0 

8  729 

0 

0 

653  574 

370  384 

7  456 

0 

240  763 

0 

0 

(  11) 

0 

4  368 

0 

233 

9  956 

83 

887 

0 

0 

0 

0 

(  957) 

359  808 

0 

0 

16  898 

0 

173  606 

368  151 

13  097 

240  763 

17  131 

663  530 

543  105 

uncor 


pening  Inventory 
eceipts 
reduction 
losing  Inventory 


iJurther  Processing 
^lel/Plant  Use 
HlaredAVasted 
Ijletering  Diff. 
|j)eliveries 


lyncrude 


;ning  Inventory 

:eipts 

)duction 

losing  Inventory 


28  988 
0 

968  938 
35  392 


Diluent 
Naphtha 

62  130 
0 

12  682 
60  132 


23  527  342 
0 

160  940 
23  642  655 


3  108  549 
0 

41  648 
3  149  457 


442  326 
0 

1  156  244 
377  814 


155  618 

0 

1  009  413 
205  377 


962  534 


14  680 


45  627 


740 


1  220  756 


959  654 


IJurther  Processing 
Fuel/Plant  Use 
FlaredAVasted 
Metering  Diff. 
Diluent  Carryover 
'/Rerun 
To  Suncor 
Deliveries 


0 

7  866 
0 

(  12) 

0 
0 

954  680 


8  748 
0 

5  932 
0 

0 
0 

0 


0 

45  627 
0 
0 

0 
0 

0 


0 
0 

740 

0 

0 
0 

0 


1  220  756 
0 
0 
0 

0 
0 

0 


955  720 
3  934 
0 
0 

0 
0 

0 


962  534 


14  680 


45  627 


740 


1  220  756 


959  654 


I^itumen  Synthetic  Plant  Operations 


3 

2000  February 


Year  to  Date 


Suncor 
Oil  Sands 


Tonnes  Grade 
lined  14  352  569  11.06% 

recessed  14  352  569  1 1 .06% 


External  Energy 

Gas  Electric 
 10^   MWh 

<»urchased  47  508.5  68  820.0 

ijenerated  na  89  280.0 

'  47  508.5  158  100.0 


?lantUse                         13  862.3  158  100.0 

'further  Processing              33  316.5  0.0 

I  Exported                                0.0  0.0 

jFlared                                329.7  0.0 

ijMetering  Diff.                          0.0  0.0 

47  508.5  158  100.0 


Syncrude 

Oil  Sands 

Tonnes 

Grade 

Mined 

24  190  642 

10.76% 

Processed 

24  357  990 

10.93% 

External  Energy 

Gas 

Electric 

10^ 

MWh 

Purchased 

223  692.0 

1  295.0 

Generated 

na 

380  910.0 

223  692.0 

382  205.0 

Plant  Use 

91  087.0 

335  286.0 

Further  Processing 

132  605.0 

0.0 

Exported 

0.0 

46  919.0 

Flared 

0.0 

0.0 

Metering  Diff. 

0.0 

0.0 

223  692.0  382  205.0 


IHtumen  Synthetic  Plant  Operations  4 

,  2000  February 

Year  to  Date 


)perator 

Products 

Intermediates 

Synthetic  Crude 

Ofhpr  HvHrn 

Oil 

cdruons  [4J 

Coke 

Sulphur 

Bitumen 

Distillate 

m 

m3 

tonnes 

tonnes 

m3 

3 

m 

Suncor 

Diluent 

1 

Naphtha 

j  Opening  Inventory 

109  301 

55  403 

2 

830  667 

1  421 

74  295 

316  158 

;  leceipts 

0 

0 

0 

0 

1  067 

0 

^reduction 

754  007 

18  544 

268  123 

35  858 

1  371  601 

1  118  547 

Closing  Inventory 

109  835 

51  458 

2 

572  541 

1  421 

79  756 

304  344 

i 

753  473 

22  489 

526  249 

35  858 

1  367  207 

1  130  361 

>  Further  Processing 

0 

14  026 

0 

0 

1  355  139 

766  584 

Fuel/Plant  Use 

17  780 

0 

526  249 

0 

0 

4  517 

1  FlaredAVasted 

0 

8  463 

0 

538 

12  068 

135 

Mptpririff  T^ifT 

963 

0 

0 

0 

0 

(  957) 

734  730 

0 

0 

35  320 

0 

360  082 

— '  \J\J  yjKj ^ 

753  473 

22  489 

526  249 

35  858 

1  367  207 

1  130  361 

Syncrude 

Diluent 

Naphtha 

opening  Inventory 

17  195 

61  992 

23 

409  355 

3  062  453 

492  492 

145  844 

Receipts 

0 

0 

0 

0 

0 

0 

Production 

2  058  031 

26  119 

325  612 

88  493 

2  407  255 

2  095  504 

Closing  Inventory 

35  392 

60  132 

23 

642  655 

3  149  457 

377  814 

205  377 

2  039  834 

27  979 

92  312 

1  489 

2  521  933 

2  035  971 

0 

16  700 

0 

0 

2  521  934 

2  026  552 

Fuel/Plant  Use 

17  361 

0 

92  312 

0 

0 

9419 

FlaredAVasted 

0 

11  279 

0 

1  489 

0 

0 

Metering  Diff. 

(  33) 

0 

0 

0 

(  1) 

0 

Diluent  Carryover 

/Rerun 

0 

0 

0 

0 

0 

0 

To  Suncor 

0 

0 

0 

0 

0 

0 

Deliveries 

2  022  506 

0 

0 

0 

0 

0 

2  039  834 

27  979 

92  312 

1  489 

2  521  933 

2  035  971 
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